THE WITNESS:  He didn't mention the fall.

I just said there had been another fall there

and he didn't say that I was to blame for that.

JUDGE KOUTRAS:  So he didn't lay the responsibility
for the July 30th fall on your shoulders?

THE WITNESS:  No, sir.

*       *       *      *

JUDGE KOUTRAS:  What was your response to him
when he allegedly told you that's why they were
firing you?

THE WITNESS:  I told him that the top was too bad,
that we started where I had been instructed to
start.

JUDGE KOUTRAS:  Did you tell Mr. Crickmer that
Mr. Blankenship fired you because he wanted you
to go into an area that you thought was unsafe?

THE WITNESS:  Yes, sir.

JUDGE KOUTRAS:  And what was his response?

THE WITNESS:  His response was that there was
nothing wrong and that I had destroyed the pump.

And, at Tr. 153-155:

JUDGE KOUTRAS:  Okay.  So the nuts and bolts of
your complaint is your contention that the
company fired you for failing to take care of a
roof fall to the satisfaction of your supervisor
or your superior?

THE WITNESS:  Yes, sir.

JUDGE KOUTRAS:  And your response to that is that
you weren't responsible for the roof fall and
that you weren't about to go into an unsecured
area with your crew and do some work?

THE WITNESS:  Yes, sir,

JUDGE KOUTRAS:  But nobody from the company,
none of your superiors or anybody ever suggested
to you directly that you do that.  Is that right?

71old you that he was
